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ODP-G6-572 
1 lay 1980 


MEMORANDUM FOR: Deputy Di-ecter for Adainistration 


PROM: Bruce ©. Johnson 
Qirecter if Data Processing 
SUBJECT: ODP Repor: for Week Faading 


30 April 1989 


Computer Systems Performance 


The performance, workload, and availability for 
CIMS services (GIMP20R, CINDEV anda CAMPROD) and Ruffing 
Center batch service were within the desired ranges 
for the week of 21 - 27 igvil 1996. Availability 
percentages were exceptionally high for all o£ these 
services during the reporting week. £63 (batch service), 
GIMPROD (GIM Production. Peta Pases System) and GIHDEV 
(GIM Developmental vate ieses System) 22] sad 1008 
availability. 


WPIC Batch Terminals Approvel 


OPP concurred in «a cecuest fron HPIC for six Hetra 
remote batch terminals (t3%'s) costing $173,000, These 
RBT's are part of FFIC's ~lanned upgrade from the tnivac 494 
to the Univac 1100/44 ani 1100/31. —z STATINTL 


IBM 360/67 


ODP is declaring the TBM 360/67 computer currently 
used for TADS as excess to its needs. ODF has informed 
Directorate ADP Control] 3fficars of the availability of 
this equipment. ODP is raplacing the 360/67 with an IBM 
370/158 as the final ster in a plan to replace 369 eneration 
equipment with improve’ 379 generation equipment. TNT 


/s/ Bruce 7. Johnson 
oruace ©. doahnson 


Distribution: 25X1A 
AppyoteFor Realdass20041/08107-: CA-ROPSs Prioes2Hadv080d15009RH Registry 


min fANT 


